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u ARTICLE 131 MADE FLIGHT 315 ON T gsDEC 64, y 

TAKE OFF AT 1007 FOR 1 HOUR AND IV ■MINUTE* .MISSION SYSTEM G 

■v .-Vo \ ’ 

TEST. GROSS WEIGHT 110*000 POUNDS* &>%>• 20.9* TAKEOFF DISTANCE 
6700 FEET* TAKEOFF SPEED 224 KNOTS* TEMPERATURE 24 DEGREES* WIND 
CALM. MAXIMUM SPEED 3.04 MACH* MAXIMUM ALT IT UDE J52« 000 FEET. , 

TIME OVER 2.0 MACH 45 MINUTES, TIME OVER 2.6 MACH 15 MINUTES, 

TIME OVER ^g^JAgH^LB MINUTES.^ 

2. ENGINE START NORMAL. DURING RUNUPS LEFT ENGINE NOZZLE 
FLUCTUATED 3 TIMES, STABILIZED AT, 728 DEGREES. FUEL FLUCTUATED 200 
POUNDS, 3 SECOND PERIOD. RIGHT ENGINE TRIMMED DOWN TO 720 DEGREES. 
MA=T COMPASS OFF 8 ° 10 DEGREES* AFTER TAKEOFF CLIMB UNDER TUNNEL 
RIGHT BURNER SLOW TO LIGHT. VGR/COMPASS MISMATCH CAUSED NAV 
PROBLEM. MIKE BUTTON ON HANDGRIP WAS ST ICKiNG. TRIMMED BOTH 
EGTS UP AND DOWN DURING; ACCELERATION. ^ DURING ACCELERATION 
1000 POUND SU RGE-UJjXDR D NOMINAL 2 00_^OUN D FLU CTUATION. 

TURBULENCE. 55,000 FEET. ACCELERATION THROUGH TURN AT 3.0 MACH 
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L AND R CIP°S 8.5. OVER 


AT 6.0 MACH h CIP SLED FROM' 


8.5 TO 4.5. HOLDING L RUDDER PILOT . SUSPECT £0 AH bLOWOUT, REDUCED 
TO MILITARY RE-LITE Ab, R CIP REMAINED 4.5, K FUEL FLOW 5000 PUNNDS 
LESS THAW L. DESCENDED TO 77,000 FEET, WENT TO COOL ON G SYSTEM. 
OPENED DY=PaSS DOORS THEN STARTED CLOSING WITH WO EFFECT Ow CIP 

mismatch, operated right spike switch causing engine roughness. 

WENT SPIKE AUTO DeSCEnDIwG. AT 2.1 wACH WenT TO MILITARY, TURNED ON 
rt,F. NO HYDRO FLUCTUATIONS. AT 1.9 wACH WeNT oUhwER ON bOTri ENGINES 
CIPS bOTH AT S. ACCELERATING R CIP STaYED Low. K FUEL FLOW 5000 
POUNDS LOWER thaw L. CAwE OUT OF HURwER. HEAVY jolt FELT IN 
aIRFRAwE. 


25X1 A 


3. LANDING normal, CHUTe wOHmaL. PusT FLIGHT INDICATED 
POSSIbLE MALFUNCTION bY°PASb DOOR CIRCUIT. 
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